YEOVIL TOWN v. GLASTONBURY 
Somerset Professional Cup 
Semi-final 
Tuesday, 3rà April, 19735 








YEOVIL TOWN GLASTONBURY 
Clark Ta Beal 
Irwin C. Say 
Smith P. Temel 
Spencer De Roakes 
Piekalnietis Je Wilton 
Cotton T. Rich 
Housley S. Harris 
eller C. Horton 
Trebilcock M. allen 
Thompson e Ke -PTaylor. 
Clancy Je rope 

Sub. Leigh K. Sub; To be named 


Kick-off /»*zO pe«me 


Referee: V.R. TEMPLAR (Keynsham) 


Linesmen: G.A. PICKETT (Keynsham) 
D.E. SALTER (Keynsham) 


NEAT HOME MATCH: Chard Town v. Frome Town 
Thursday, 5th April, 1975, kick-off 1.30 p. 
Somerset Professional Cup (Seccnà replay) 


Admission: 
Ground 20p O.£&.P.s $ Ohildrzi 10p 
Stand 25p » s 155 
Directors 
Box 350p 

NEXT THERN LE jE MATCH: Wimbledon 


Saturday, 7th April, 1973. 
Kick-off 3 p.m. 


